10.   Auville was told by the inspector on Monday, April 23, that the
inspector would not be making an inspection on Tuesday, April 24 (Tr. 86-87).
Therefore, Auville reported for work at midnight on Monday, April 23, to
work his regular shift which began at 12:01 a.m. on Tuesday, April 24

(Tr. 70).  Auville thereafter reported for work on the day shift on both
Wednesday and Thursday, April 25 and April 26, 1979.  He walked around
with the inspector for 4-1/2 hours on each of those days and was given no
work to complete an 8-hour shift on either day (Tr. 71-73).  Auville had
to report for work on Thursday, April-26, at midnight in order to obtain
any pay for his fifth day for the week of April 23 through April 27 because
the inspector worked for 16 consecutive hours and made two consecutive in-
spections covering two 8-hour shifts, namely the 7 a.m.--to-3 p.m. shift and
the 4 p.m.-to-midnight shifts on April 26, 1979.  A miners1 representative
other than Auville accompanied the inspector during his inspection conducted
on the 4-to-12 shift on Thursday (Tr. 87; 111).

11.   The inspector's failure to work on April 24 and the inspector's
working of two consecutive shifts on April 26 caused Auville's work pattern
for the week of April 23 through April 27, 1979, to be as follows:

SHIFT WORKED

12:01 a.m. to
8:00 a.m.

7:00 a.m. to
3:00 p.m.

4:00 p.m. to
12:00 midnight

April 23

Monday

DAYS WORKED

April 24
Tuesday

Regular
8 hours

103(f)
3-1/2 hrs.

April .25
Wednesday

103(f)

4-1/2 hrs,

April 26
Thursday

103(f)
4-1/2 hrs,

April 27
_Friday___ _

Regular
8 hours

The tabulation above shows that Auville had to go home about 1 or 2 p.m. on
Monday, April 23, and return to work by midnight of the same day, or 10 hours
later, in order to earn 8 hours of pay for Tuesday, April 24.  Auville had
to do the same thing on Thursday, April 26, that is, leave the mine at
1 or 2 p.m. and return at midnight, in order to earn 8 hours of pay for Friday
because of the inspector's decision to work two consecutive shifts on Thursday
(Tr. 86-87; 111).

12.   Auville testified that he did riot actually realize that management
would pay him only for the time spent with the inspector on April 23, April 25,
and April 26 until he received his pay check for that period and found that he
had not been paid for 11-1/2 hours which was the difference between the time
he had accompanied the inspector on those 3 days and the time he would have
earned had he worked three 8-hour shifts (Tr. 85-86).  After Auville realized
that he would not receive full pay for 8 hours of work when he accompanied
an inspector, he refused thereafter do accept the assignment of accompanying
inspectors (Tr. 90).s examination of the mine (Tr. 69).  Auville
